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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 097315 
ORIGIN DOTE-OO 

INFO OCT-01 NEA-10 ISO-OO EB-08 OES-06 SS-15 AGRE-00 
LAB-04 HEW-06 HUD-02 TRSE-00 AID-05 COME-OO NAS-01 
NSF-02 OPIC-06 FAA-00 ERDA-07 NSC-05 /078 R 

DRAFTED BY DOT/FHWA:WBMCKENDRICK:MRC 
APPROVED BY NEA/IRN:CWNAAS 
NEA/IRN:RWBEALES 

300930Z 078624/21 

R 292053Z APR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 097315 

FOR DANIEL HAMMOND, FHWA TEAM 

E.O. 11652: N/A 

TAGS: EAID, OTRA, USIRJC, IR (MCKENDRICK, W.B.) 

SUBJECT: MCKENDRICK'S VISIT TO IRAN 

SUB J : MCKENDRICK’S VISIT TO IRAN 

WITH REFERENCE TO MCKENDRICK'S VISIT TO IRAN, THE FOLLOWING 
MEETINGS AGENDA IS SUGGESTED. PLEASE MAKE THE NECESSARY 
ARRANGEMENTS. 

1 . ON MAY 3 AND 4, MEETINGS WITH MR. MIKLOS AND OTHER 
EMBASSY OFFICIALS, COURTESY CALLS ON THEIR EXCELLENCIES 
FARAHBAKHSHIAN, AYNEHCHIAN AND MARAFAT, AND MEETINGS WITH 
STAFF MEMBERS ON AN INDIVIDUAL BASIS. 

2. ON MAY 7 AND 8, NEGOTIATING SESSIONS WITH H.E. 

AYNEHCHIAN AND WRAP-UP SESSION WITH EMBASSY OFFICIALS AND 
STAFF. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 097315 

3. USE YOUR JUDGMENT IN ESTABLISHING A MEETING AGENDA. 

SUGGEST A LIGHT SCHEDULE FOR THE MORNING OF MAY 3. 

CHRISTOPHER 
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